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work, consented to serve under the great French General,
Foch, who thus became the supreme commander of all
the Allied troops on the Western Front, British and
American as well as French. Reinforcements were rushed
from Britain; the British fought back grimly; the German
advance slowed down, and finally stopped.

One final attempt the Germans made, this time on the
French front. At the end of May the German guns again
thundered out; again the trenches and their defenders
were obliterated by an avalanche of flame and steel;
again the German infantry drove forward, till they were
almost within sight of Paris; again, just when complete
victory seemed within their grasp, they slowed down and
stopped.

Foch was ready for them. He launched a counter-attack
against them.   Using tanks this time not in half-dozens Allied
but in hundreds, he drove them back from the ground offensive",
that they had recently won, making 30,000 of them
prisoners in one day.  The enemy was allowed no rest.
When the French halted in the centre, the British surged
forward on the left to capture positions hitherto deemed
impregnable;   when the British paused, the great new
American armies on the Allied right advanced to the
attack.   Back, and ever back, the enemy were driven, till
at the beginning of November they were at some points
on the German frontier once more.   It was not only the
German soldier who was now completely discouraged:
the German sailors mutinied when the High Sea Fleet
was ordered to put to sea and fight one last desperate
battle. There was nothing for the German leaders to do
but acknowledge defeat by asking for an armistice.   The
German Emperor abdicated and took refuge in neutral
Holland.   On llth November, 1918, the Armistice was

signed.
Germany was beaten.   Her allies had already fallen.